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1976 BOARD OF DIRECTORS 


Front Row, from left: Stewart Cameron, Nicholas Zafiratos, 
Jerry McCallister and Robert Elsensohn. Back Row, from 
left: Dennis Thompson, Charles Cartwright, Richard 
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Robert Bradley, Robert Elsensohn, Stewart Cameron, Pres. Gerry Mc Callister, Coseph ‘Bakkensen, Nicholas Zaftratos 
Det Harris, David Palmberg, Sion “Wentworth 


